confirmed that he was aware of the company rule prohibiting
fighting, and that if he engaged in fighting, it would be a
reason for discharging him (Tr. 191).

Mr. Paugh confirmed that he does not like to work over-
time, and that he began work on a new section of the mine on
the Monday before his discharge.  He also confirmed that he
lives 32 miles from the mine, and prior to this time he had
been car pooling "off and on," and that Mr. Polce informed
him that in view of the fact that he might have to stay and
work overtime if his roof bolting crew did not keep within
two and one-half cuts ahead of the continuous 'miner, that he
was to drive his own car to work (Tr. 192}.  Mr. Paugh stated
that Mr. Polce's instructions was nothing new to him because
he drove himself to work many times, and that he understood
Mr. Polce to mean that he should not have to depend on a car
pool if he had to work overtime (Tr. 193).

Mr. Paugh denied that he ever made any statements to
Mr. Sisler about having to buy extra gasoline because of the
necessity of driving his own car to work, but admitted that
he told Mr. Sisler that "I wasn't crazy about working over-
time" (Tr. 195).  Mr. Paugh also denied telling Mr. Sisler
that if he were required to work overtime he would make sure
that he got more overtime (Tr. 195).

Mr. Paugh confirmed that he received a 40-hour safety
training course when he was first hired, and that he partici-
pated in periodic safety meetings held every Monday: morning
before work (Tr. 195).  He also confirmed that he was aware
of his rights under the Act, and understood that he was not
required to work under any unsafe conditions, and that there
were several occasions when he turned off his roof-bolting
machine as necessary, and did not work when he believed there
was insufficient ventilation. On these occasions, while he                           ,

did not continue to bolt, he performed other work.

Mr. Paugh stated that he refused to continue bolting a                        , \

dozen times during the 2 or 3-years prior to his discharge,                           \

and that he worked on the bolting machine about 90 percent of        , |
the time during this period.  His refusal to continue bolting
was limited to those occasions when he did not believe that
the ventilation over his bolting machine was adequate.
Although he believed that the lack of ventilation was "always
serious," he confirmed that with the exception of the dozen
occurrences when he refused to operate the bolter,,the venti-
lation was not such a serious problem as to cause him to
discontinue bolting (Tr. 198).

837ohnson was the section boss, he was
